Facsimile Transmission 



Philip Morris U.S.A. 
P.O.Box 26603 
Richmond, VA 23261 


Date: 


/-2 


Please deliver the following pages to 




CUT) S' 


Telephone:__ Fax Number: 

These pages are from: /s^** * > r 


Total number of 
pages including 
this cover letter: 


< ^r fee* 5 ^ 



If you did not 
receive all the 
pages, please call: 



Our fax number: 
8041274 


Confidentiality Notice: 

This facsimile transmission (and/or the documents accompanying it) may contain confidential information 
belonging to the sender. The information is intended only for the use of the addressee or entity named above. 
If you are not the intended recipient, you are hereby notified that any disclosure, copying, distribution or the 
taking of any action in reliance to the contents of this Information is strictly prohibited by law. If you have 
received this transmission in error, please immediately notify us by telephone at (804) 274-4851 to arrange for 
the return of the documents. 


PM3003745661 


Source: https://www.industrydocuments.ucsf.edu/docs/hslj0001 


